TOTAL MILITARY 



M.S.A DATA MILITARY AUDIT DATA 



SHARE 3MM 

SHARE 3mm 


END 

END 1/87 

DORAL 100 

3. 14 

3.85 

WINSTON k'SF 

3. 64 

3.68 




WINSTON SOX 

0.30 


MARLBORO KSF BOX 

' • 0 

2.97 

T 0 T A L W IN S T 0 N K SR 

4-. 14 



Source: https://www.industrydocuments.ucsf.edu/docs/xfwm0004 


2042075840 



